BILL NO. S- 71-09- *7 


SPECIAL ORDINANCE NO. S- - 7/ 

AN ORDINANCE approving contract with BERCOT- 
GIBSON CONSTRUCTION COMPANY, INC. for the. 
construction of Smith and Colerick Streets. 

Main Sewer and Laterals. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA; 

SECTION 1. The contract approved September 13, 1971, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and Bercot-Gibson Construction Company, 
Inc., for Sewer Improvement Resolution No. 259-1971, for the 
construction of: 

Main Sewer at the intersection of Smith and 
Colerick Streets, and Laterals 1, 2, 3, 3-A, 

3-B, 4-A and- 4-B. 

, Said sewers shall be 12, 15, 18, 21, 24,. 33, 

42 and 4 8. inches in diameter, 

for a total cost of $193,897.00, all as more particularly set 
forth in said contract, which is on file in the office of the 
Board of Public Works and is by reference incorporated herein 
and made part hereof, is hereby in all things ratified, con- 
firmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as^ 
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Presented by me to the Mayor of the City of Fort Wayne , Indiana, on the / £ 
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* Bill No „ S-71-09-21 

REPORT OF THE COMMITTEE ON PUBLIC WORKS 
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have had said Ordinance under consideration and beg leave to report back to the Common 
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